BELMORE, MANFORD 
BLACK, FLORA W. 


CALDER, WILLIAM W. 
CARPENTER, H. 
CROFT, RONALD 
DRESLER, A. 

FLOYD, W. F. 


GAYMARD, L. 
HARRIS, A. J. 
NELSON, E. H. 
MILLS, EDWARD D. 
MASSART, PAUL 


PEIRCE, M. W. 
PENNY, A. G. 
PHILLIPS, DEREK 
RIGDEN, S. A. R. 
ROBINSON, W. 
TYRRELL, D. W. 
WALDRAM, J. M. 


WALSH, J. W. T. 


A 


A.P.L.E. Conference and Exhibition 
Airport, Terminal Buildings atgTurnhouse 


Appearance of Lighted Objects and Surfaces ... 


Architects, Lighting for 
Association Francaise des Eclairagistes 


Blackpool, Street Lighting in 

Book Reviews 

Brightness in Street Lighting 

Brussels International Exhibition, 1958 


Ceilings, Lighting in Service 
Champs Elysees, Lighting of the 
Church Hall at Chessington 


Cinemas, Eyestrain in 

City and Guilds Examination Results 
Colour Group 

Colour ‘» Schools 


Volume 49—1956 


Authors Index 


The Role of Lighting 
the Ages 

The Effect of a Dirty Atmosphere on the Output 
Lighting Fittings 

An Illuminating Engineer’s Slide Rule 

Street Lighting in Blackpool 

Surface Distribution Factors and the Solit Flux Method 

3 D Lighting Design 

Some Effects of Filament 
Visual Performance 

The Lighting of the new Saint Cloud Bridge 

Tunnel Lighting and Specular Reflection 

A New Sodium Lamp 

The Lighting of New Churches 

An Installation for the Study of Brightness in 
Lighting 

The Lighting of New Churches 

Random Review of 1955 

Lighting in Service Ceilings 

A New Sodium Lamp 

Rationalising the Maintenance Factor 

The Re-lighting of Old Churches 

The Lighting of New Churches 

The Lighting of Tunnels 


in Places of Worship Throughout 


and Fluorescent Lighting on 


Street 


Modern English Usage for the Lighting Engineer 


Subject Index 


PAGE 

298 

283 

88 

83 

98, 178, 260 


Correspondence :— 
Church Lighting 
Fluorescent and Tungsten Lamps 
Fluorescent Lighting 
Home Lighting 
Illumination Design Calculations 
Illumination Levels 
Lighting Abstracts 
“ Light and Lighting ” 
Lighting Terms 
Lumination Levels 
Maintenance Factor 
Street Lighting 
The Calculation of Room Index 
Vehicle Headlamps 


236 
25, 95, 338 
243 
232 


Design, 3D Lighting 
Dow Prize Competition 
147, 151, 157 
163 
144 
263 
35, 71, 99, 342 
267 


Effect of Dirty Atmosphere on Lighting Fittings 
Effect of Filament and Fluorescent Lighting on 
Visual Performance 





Exhibitions : 
AP.LE. 
AS.E.E. 
Brussels International, 1958 
Physical Society 
Eyestrain in Cinemas 


Factory at Crawley New Town 

Factory at Harlow New Town 

Filament Lighting and Visual Performance ... 
Florist in St. Marylebone 

Fluorescent and Tungsten Lamps 

Fluorescent Lighting and Visual Performance 


G 
Galleria Vittorio Emanuele, Milan 


Hall, Church at Chessington 

Halls, New Examination, Edinburgh 
Headlamp, a New 

High Frequency High Voltage Lighting System 
Horticulture, Light Irradiation in 


House at Welwyn Garden City 


Illuminated Sign Competition 

INuminating Engineering Society : 
Display of Lighting Equipment 
Dow Prize Competition 


President 

Presidential Address 

Register of Lighting Engineers 
Summer Meeting 

Sustaining Members 


Illuminating Engineer’s Slide Rule 

Installation for the Study of Brightness in Street 
Lighting 

International Random Review 


Lamp, a New Sodium 

Lamps, Use and Abuse of Modern Electric 
Lanterns, Street Lighting 

Le Havre Tunnels 

Light Irradiation in Horticulture 

Lighting Abstracts 


Lighting Engineer, Modern English Usage for the 
Lighting Equipment, I.E.S. Display of 

Lighting Equipment and Maintenance 

Lighting for Architects 

Lighting in Places of Worship 

Lighting in Service Ceilings 

Lighting Installations 


Lighting Notes from South Africa 
Lighting of New Churches 


189 

225 

33, 64, 92, 133 
172, 205, 291 
337, 373 

266 

337 

98 

180 

135, 173, 203 
374 

221 


243 
100 


217 

83 

311 

329 

40 

18, 62, 90, 126 
171, 216, 250 
282, 332, 366 
256 

189 

372 

83 

147 

269 

26, 58, 228 
356 

60 

151, 157 


LIGHT AND 


Lighting of Tunnels 
Lighting Society 
Lighting, 3D Design 


Madrid, Street Lighting in 
Maintenance Factor, Rationalising the 


Modern English Usage for the Lighting 


National Illumination Committee of Great 
Britain 
New Products 


Office Buildings 
Offices at Peterborough 


Passenger Waiting Hall, Southampton 
Planning to Achieve a Desired Lighting Effect 
Physical Society Exhibition 


Railway Station at Potters Bar, Middiesex 
Random Review, International 

Random Review of 1955 

Relighting of Old Churches 


Saint Cloud Bridge, Lighting of the 

Schools, Colour in 

Slide-Rule, An Illuminating Engineer's 

Sodium Lamp, a New 

South Africa, Lighting Notes from 

Southampton, Passenger Waiting Hall 

Specular Reflection and Tunnel Lighting 

Street Lighting, an Installation for the Study of 
Brightness 

Street Lighting, Champs Elysees 

Street Lighting in Blackpool 

Street Lighting in Madrid 

Street Lighting Installations, Recent 

Street Lighting Lanterns 

Summer Meeting, LES. ........................000005 

Surface Distribution Factors and the Split Flux 


Terminal Buildings at Turnhouse Airport 
Tungsten and Fluorescent Lamps 
Tunnel Lighting and Specular Reflection 
Tunnels, Le Havre 


Vienna State Opera 

Visual Fatigue, Measuring 

Visual Performance, Some Effects of Filament 
and Fluorescent Lighting on 








